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{ subject reports are aveilable on loan from CIA Library. The Microwave 
survey 18 a proposal (now building) for a microwave link between 
Santa Clara and Cienfuegos with a repeater at Cruces. The report is 
divided into the following sections: 
General | 
Survey Procedures 
Survey Summary 
Microwave Path Evaluation 
Site Description | 
Microwave System Route Map 
Profile Charts 


The Microwave Equipment Proposal suggests a system from Havana to 
Pinar del Rio and Santiago with sudio drop-out facilities at Santa 
Clara, Clegoode Avilla, Camaguey, and Holguin. ‘The report is divided | 
into the following sections. 


General 

Equipment Description 
Multiplex Carrier Description 
Installation 
Propagation Paths 
Equipment Specifications 
Photographs 

Drawings 
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